ISO 9001 


Management System Certificate 


Certificate Number : JQA-0384 








Organization : 


TOSHIBA CARRIER CORPORATION 
FUJI FACTORY 
336 TADEHARA, FUJI-SHI, SHIZUOKA, JAPAN 


nae 


ON ARRAN? 


JQA certifies that the above organization operates the Quality Management System, 
within the scope of the Appendix attached, which has been assessed and found to 
comply with the requirements of: 


ISO 9001 :2015 7 JIS Q 9001 :2015 





Registration Date : January 28, 1994 

Last Renewal Date : March 19, 2019 
091 i 

Expiry Date : March 18, 2022 


Feel free to contact JQA for the validity of this certificate. 
Th. Kobayashi 


NORIAKI KOBAYASHI 
PRESIDENT 


1-25 KANDASUDACHO, CHIYODA-KU, TOKYO, JAPAN 
JAPAN QUALITY ASSURANCE ORGANIZATION 


To be used in conjunction with attached Appendix. 


Partner of 
BID PECCATOR CR UC RETE ^ 





ISO 9001 


Appendix 


Certificate Number: JQA- 0384 1/1 








Organization : 


TOSHIBA CARRIER CORPORATION 
FUJI FACTORY 


Scope of Registration: 


THE DESIGN / DEVELOPMENT, MANUFACTURE AND SUPPORTING SERVICE OF; 

ROOM AIR CONDITIONERS, RESIDENTIAL MULTI AIR CONDITIONERS, AIR CONTROL SYSTEM, 
GAS AND KEROSINE REFRIGERANT-HEATING AIR CONDITIONERS, PACKAGE AIR 
CONDITIONERS, BUILDING AIR CONDITIONING SYSTEMS, LIGHT COMMERCIAL AIR 
CONDITIONERS, HEAT PUMP HOT WATER SUPPLY EQUIPMENT, FREEZING AND REFRIGERATION 
EQUIPMENT, VENTILATING FANS, COMPRESSORS, COMPRESSOR'S PARTS AND AIR 
CONDITIONING EQUIPMENT. 


ASSOCIATED ORGANIZATION: 


‘KAKEGAWA ENGINEERING CENTER 
1300-3 KAMO, KIKUGAWA-SHI, SHIZUOKA, JAPAN 
[THE DESIGN / DEVELOPMENT OF REFRIGERATING AND AIR CONDITIONING EQUIPMENT). 


TSUYAMA FACTORY 
999 KOKUBUNJI, TSUYAMA-SHI, OKAYAMA, JAPAN 
[THE MANUFACTURE OF REFRIGERATING AND AIR CONDITIONING EQUIPMENT]. 


TOSHIBA CARRIER ENGINEERING & LIFE SUPPORT CORP. 
336 TADEHARA, FUJI-SHI, SHIZUOKA, JAPAN 
[THE DESIGN / DEVELOPMENT OF THE ABOVE PRODUCTS WITHIN THE SCOPE OF 
REGISTRATION]. 
[THE MANUFACTURE OF FREEZING AND REFRIGERATION EQUIPMENT, VENTILATING FANS 
AND LIGHT COMMERCIAL AIR CONDITIONERS). 


Transfer: 
This registration has been TRANSFERRED from another Certification Body. 
‘KAKEGAWA OFFICE and TSUYAMA OFFICE (Original Registration Date:July 14, 1993) 


Registration Date : January 28, 1994 Fi, "d 
Last Renewal Date : March 19, 2019 ` 

NORIAKI KOBAYASHI 
Expiry Date : March 18, 2022 PRESIDENT 


Feel free to contact JQA for the validity of this certificate. 


JAPAN QUALITY ASSURANCE ORGANIZATION 


This Appendix is an integral part of the Certificate and should only 
be used in conjunction with the Certificate. 


Partner of 
APRA a a aa rra PO 
IA HUNG 14.07 D7501010E 


